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FEDERAL BUREAU OF INVESTIGATION 



- ■ Pdtrolman BAB HE 7 G. WRIG2T, Memphis Police 

Department, hooa add r©3a 4264 Dunn Street, Memphis, Tennessee, 
advioed as follows: 

On April 4, 1968, be was assigned to a Tact Unit 
vhlch ia an emergency unit. That unit consists of 3 auto- 
mobiles with four police officers in each automobile. 

The automobiles consisted of both Maaphlo Police Officers 
and Shelby County Sheriff's Office Deputies. During the 
day of April 4, 1968, the members of that emergency squad 
did change cars from tint® to time so that at different times 
during the day he, himself, was nrijng with different 
police officers. They were doing this so that the members 
of the Shelby County Sheriff's Office did not feel that the 
Memphis Police Department did not want to work with them. 
Shortly before 6:00 PM, April 4, 1968, the 3 cara making up 
the emergency oquad or Tact Unit parked in the driveway 
of the fire station at Main and E. Butler Streets. That fire 
station is located south of the rooming house from which 
the shot which killed Doctor MARTIN LUTHER KING, JR., was 
believed to bo fired. A fenced in parking lot is located 
between the fire station and that building. The 3 vehicles 
making up the emergency squad were parked facing Main 
Street. Two of the vehLclea were side by side, and the 
third vehicle was directly behind one of tho 2 cars which 
faced onto Main Street. 

He van sitting in the lounge of the fire station 
at Main and K. Butler Streets shortly before 6:00 PM 
reading a newspaper when he heard rattling of tho plate 
glass window behind him. The lounge area of that fire 
station is on the south side of the building. Ho does not 
recall hearing any shot but only the rattling of the plate 
glass window, and immediately thereafter tho other members 
in his emergency squad began running out of tho north side 
of the fire station building. Ho ran out after them and 
on the outside of tho building ho was surprised to find 
that the other umber a of his emergency squad were running 
-toward -Mulberry Street -and the Lorraine - Motel-ins tead-of « 
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tward thoir emergency vehicles. Ke ran to Mulberry Street, 
but did not crosi Mulberry Street mo there in a high re- 
taining wall at Mulberry Street. Aa he arrived at Mulberry 
Street, other members of his eaorgeocy a«;uad had gone beyond 
the retaining wall, had cronaod Mulberry Street, and were 
h?If* lno Molftl * ThoJr w/Iro calling out that Doctor 
MARTIN LirrifEU KING had been shot and the shot was believed 
to have cotie iron an apartment or rooming houso north of the 
tire station. Ho then ran back to the emergency vehicle 
which ho had previously been assigned to parked in the fire 
station driveway facing Main Street, and as ho got into 
that vehicle. Patrolman E. K. DOUGLAS also got Into the 
unit with him , and patrolman DOUGLAS Jnscdiatoly began 
putting out a radio broadcast that MAftTZH LUTHER KING 
had boon shot. 



Ho does not recall seeing any officer near Canlpo's 
Ccnlnr » 424 Main Street, at the time he and Patrolman 
DQVULAS got into their emergency unit. After Patrolman 
IHi If jrLAS radioed the message that KING hail been shot, they 
then drove their emergency unit out onto Main Street, but 
instead of turning north toward the bul 1 ding where the shot 
which hit Doctor KING was believed to have boon fired 
they turned ftouth on Main Street, circled around the fire statio 
there, and drove onto Mulberry Street and in front of the 
I/orraine Hotel. They stopped momentarily in front of the 
Lorraine Motel on Mulberry Street and then proceeded on 
down Mulberry Street to tbo next street which io Huling 
Avonue, and they went vetit on Hu ling Avenue and around to 
Main Street where they parked their emergency unit in front 
of the building in which the shot which hit KING was 
believed to have been fired. He and Patrolman DOUGLAS got 
out of that emergency unit and took a position acrosu the 
ntreet from that building on Main Street to watch for any 
nuapftcts who might come out of the building. He estimated 
that it took he ami Patrolman DOUGLAS from 2! to 3 minutes 
from the time Doctor KING wart shot until they made that 
^rjri° around the block ar./J came back to their position in 
front of the building on Main Street. ■ ^ 

I *<*0 drftflat'.d in dark blue irouc-.orc , a royal blue! 

ohjrt, a dark bluo tic, and a blue otcel helmet. Ho does ' ! 
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not recall anyone In tw »r»> a Vi night V described as 

» Jirat Mltw* UITTr g»«v*t, or yawing anything 
•hith Might re am bit; a good. Be doer. not recall any officers 
in any of the position.! along Main Direct in front of that 
building north of the lire Mat ion at, ere he hold a position 
after the l.hor.Clnt. fro ' not ,-o r ) 1 Pntrolnan LX)I/hflBlirrE 
or ary other officer » nun fee ,,.t If. . Mr.Urun no«ont8 after 
the Mooting • in doej ...,t reef. aeutng any officer near 
...nipt, » >.»»«( Oetor, 'l! via MrCfst, Irrcd lately after 
** ■‘•‘Corl.-.r . t.rrt »• ti.-y ■f-t.e.phhy, S’t.lieo Officers 

-ore intnrrhr,, r ,,„ W .. 4 |Vki»f Off to rt dC 

t ' 1 " hhclhy Covity Mnrlli'a Office Deputies 
Jn ttoo-Z.r - 4 v* »» ».* Jr r , !/;":■ onl* pftrfioui ho can recall 

*r th* <i.tirrs,</ vKt.ic.lu *hUh he * & u afiolg^d to 
nt thn tin? of tbv ab.o?rlfr,£ l';«tr«-K-?n R. E. DOUGLAS 

*»•<* * I c*/ ten *r.t j. R. CH r »r>-’T,>;y. 
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